
&OBJJCT* Office of the Comptroller, .djuatswnt af t/0 to 

Ceiling. 


1. In accordance with your request that ««eh office adjust 
Ite T/c to eelling, the Comptroller has identified 21 position* 
to be deleted froa it* l/C end 2 position* to be established, 

**kin§ e net reduction in I/O *f Ip (See TAB a;. Corrections in 
tide were node after consultation vith the Office of the Controller, 
advising them that T/o must equal civilian celling plus military 
ceiling. 

2. The present and proposed T/ »* anti ceilings ere ee follow 


T/O 

Civilian Celling 
Military Celling 
Total Coiling 

3. Tour approval of the proposed adjustment in t/c of the 
Office of Comptroller, is recommended, subject to position 
evaluation review of the additional positions bp the Office of 
Personnel, 
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